CHARLES RIVER DATA SYSTEMS, INC. 


FOUR TECH CIRCLE 
NATICK. MASS. 01760 
TEL: (617) 655-1800 
TWX: 710 386 0523 


August 18, 1981 


Below is the latest approved list of Tapes. 


Description Verbatim 

450' Data Cartridge TC8450** DC300XL** 

Tape for High Density- 
Usage 


Address of Vendors 

3M Data Products 
#236-5E 

St. Paul, MN 55101 
(612) 736-0193 


Verbatim Corporation 
323 Soquel Way 
Sunnyvale, CA 94086 
(408) 245-4400 


**Your purchase order MUST state "Certified for use at 6400 BPI. 

If purchased from local distribution source please demand 
•'Certification** • 
















